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LABOUR & ESI DEPARTMENT 


NOTIFICATION 


The 30th May , 2015 


No. 4879ï LL - I - FM - 17 /2014 (Pt.) /LESI.ð In exercise of the powers conferred by 
sub -section ( 3) of Section 34 of the Boilers Act, 1923 (5 of 1923), the State Government, 
having regard to material, design or construction of boilers and in view of the need of rapid 
industrialization of the State is satisfied that it is necessary so to do , hereby exempts all 
Boilers and Boiler Components , steam pipes and feed pipes in the whole of the State from 
the operation of the provision of sub - sections (2 ), ( 3) and (5 ) of Section 7 , sub -section (5 ) 
of Section 8 , Section 9 , sub -section (1) of Section 10 , Section 12 and Section 13 of the 
said Act subject to following conditions namely:ð 


1. ( a ) The inspection of the boiler and the boiler components and verification of 

addition and alteration as per the provisions of the said Act, Rules and 
Regulations framed thereunder , shall be carried out every year by any 
Competent Personôas defined under clause (cb ) of Section 2 of the 
Boilers Act, 1923 and recognised as such by Central Boilers Board 
(Department of Industrial Policy and Promotion ) from time to time under 

regulation 4J of the Indian Boiler Regulations , 1950 . 
(b ) The Competent Person shall follow the instructions and guidelines issued 

by the Director of Factories and Boilers and be liable for any act of omission 
or commission against the provisions of the said Act, Rules and Regulations 

framed thereunder. 
(c ) The Competent Person shall submit records of inspection carried out by 

them to the Director of Factories and Boilers , concerned Zonal Asst. Director 
of Factories and Boilers and to the owner of the boiler within fifteen days 
of carrying out the inspection and also in the Government Website . The 
extracts of inspection notes shall be entered in the Inspection Book by the 
Competent Person . 
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to the Director of Factories and Boilers , Odisha for 
information . 
( e) Working pressure of the boiler shall not exceed to that as specified in the 

last Certificate issued under the provisions of the said Act, Rules and 

Regulations framed thereunder. 
(f) If any accident occurs to the boiler or boiler component during the use , then , 

the use of the boiler shall be stopped forthwith and the concerned Zonal 
Asst. Director of Factories and Boilers as well as the Director of Factories 
and Boilers , Odisha shall be informed as per the provisions of the said Act, 

Rules and Regulations framed thereunder. 
(g ) The boiler shall be attended to and manned by required number(s ) of 

Certified Boiler Operation Engineer( s ) and / or Boiler Attendant(s ) as per 

the provisions of the said Act, Rules and Regulations framed thereunder. 
( h ) This notification shall be applicable to such boiler and boiler components 

having the safeguard system for protection against over pressure , low 
water level , flame failure etc. for prevention of accidents of boilers as per 
the provisions of the said Act, Rules and Regulations framed thereunder 
and the provisions of these safeguards shall have to be certified by the 

owner of the boiler and the Competent Person . 
2. The owner of the boiler shall get the boiler inspected either by the existing 

Inspector of Boilers or by the CompetentPerson . 
3. The Director of Factories & Boilers / Joint Director of Factories & Boilers / Deputy 

Director of Factories & Boilers / Assistant Director of Factories & Boilers appointed 
by the State Government to act as Inspector under the Boilers Act, 1923 shall 
cross - check at least 5 % of the boiler plants inspected by the Competent Person . 
In case of any lapse or deviation observed at any time during such inspection , the 
concerned defaulting Competent Person shall be proceeded upon with due 


process of law . 


By Order of the Governor 


G. SRINIVAS 


Principal Secretary to Government 
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